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25X1 C 


25X1 C a. IDEALIST - The detachments at 


a. ■ — — At . xi- b,: , 

are presently on standby as is the one at Edwards Air Force Base, 


California. 

b. BRASS KNOB - One U-2 ml., ion #3736 wa. flown on 
30 September W61 with tn e.tlmated 50% target coverage end no reaction.. 

<- SATELLITES - CORONA / 3 mlMlon #1002-1 wa. reported normal 
on Revolution #110. It wa. .till deactivated. fit le.lon #3287 ta.ty .tarU 
haunt and 15 m inute., ThU wa. the longe.t U-2 mi nion to date? 



2 . 


OXCART Status 

a. Aircraft #121# 124, 126: Preflight. 

b. Aircraft #122: Routine maintenance. 

c. Aircraft #125: Main fuel control replacement - left engine. 


d. Aircraft #127, 128: Waiting fins. 

e. Aircraft #129: Final assembly. 
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